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WESTINGHOUSE ELECTRIC CORPORATION 
Certificate of Performance of Maintenance 
[I hereby certify that the Westinghouse Electric Corporation has 
satisfactorily performed the service called for under Contract Dasepearn 
39873. for the period J] July 60. through 37 duly 60 a 
The travel indicated below was performed and authorized 8 chargeable 
Lo the Government. 
aithorized Travel Perforned 
ede: PERIOD OF TRAVEL From - To © MODE COST COMMENTS 
27 dun - 3 duly Del Rio, Texas - Auto § 156.57 
Palt., Md. 
Services perfokmed bys FOIAb3a 
FOIAb3a 


ae was on offical leave from 1 July to 22 Jul inclusive 


| ieee arrived this station 8 July and departed 25 July 
FOIAb3a eG ae 
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heen ee 


FOIAb3a 


FOIAb3a 


"TON 
ADDRESS —_JAFB, Del Rio, Texas 
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